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SUBJECT NUMBER 

USCIB: 5*4/21 Item 7 of the Agenda for the 24th Meeting of USCIBEC, 

held on 28 January 1955* 

Subject: Semi-annual Report by the Executive Secretary, USCIB 

(USCIB 5*4/19). 

THE CHAIRMAN introduced this item by saying that his statement on 
the security of electrical transmissions (paragraph 5 of SECTION II A) 
is probably in error, and he proposed that it be amended to read as 
follows : 


,f 5* The security of electrical transmissions of COMINT is 
still not satisfactory. It is considered that it is too soon to 
tell what beneficial effect, if any, has resulted from CIBD #9, 
and the report by the Director, NSA, contained as an enclosure 
with USCIB 13*5/81, dated 3 September 1954*” 

The members congratulated the Executive Secretariat on its continued 
effective performance of its duties. 

DECISION : 28 January 1955) USCIBEC agreed to recommend approval of the 

semi-annual report by the Executive Secretary (USCIB 5*4/19), subject to 
the amendment noted above. 


Declassified and approved 


for release by MSA on 07-23-2014 pursuant to E.Q. 13529 
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